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ACTION EUR-25 

INFO OCT-01 ISO-OO EPA-04 HEW-08 SCI-06 RSC-01 DRC-01 /046W 

070821 

P R 281804Z FEB 74 
FM USMISSION NATO 
TO SECSTATE WASHDC 4336 
AMEMBASSY BUDAPEST PRIORITY 
AMEMBASSY ROME PRIORITY 
INFO AMEMBASSY BONN 
RUF S/AMEMBASSY BRUSSELS 3687 

UNCLAS USNATO 1115 

E.O. 11652: N/A 
TAGS: SENV, NATO 

SUBJECT: CCMS: ADVANCED HEALTH CARE-EMERGENCY MEDICAL SERVICES 
(EMS)-VISIT OF DR. WILLIAM GEMMA 

REF: A. STATE 35302 
B. USNATO 935 (NOTAL) 

1. FURTHER TO REF B. PARTICULARS OF DR. GEMMA'S BRUSSELS 
PROGRAM ARE AS FOLLOWS: 

MONDAY, MARCH 4 

1 1 :05 A.M. - ARRIVE BRUSSELS ON FLIGHT NA 600 FROM BUDAPEST. 

MISSION CCMS OFFICER (AND VISIT CONTROL OFFICER) SANDERS WILL 
MEET. GEMMA HAS RESERVATION AT HOTEL 57 AVE DE LE TOISON D-OR. 
NIGHT OF MARCH 4 ONLY. ALBERGO/(REF B). 

12:30 P.M. - LUNCH AT EMBASSY WITH SANDERS AND EMBOFF ALAN BERLIND. 

AFTERNOON- BELGIAN MINISTRY OF PUBLIC HEALTH 

2:00 P.M.- APPOINTMENT WITH DR. S. HALTER, SECRETARY GENERAL. 

2:30 P.M. -(APPROX.) APPOINTMENT WITH DR. AMERLINCK AND MR. 

PELFRENE, TOGETHER. AFTER 2:30 P.M. APPOINTMENT, DR. AMERLINCK 
WILL ACCOMPANY GEMMA ON INSPECTION OF BELGIAN EMS FACILITIES. 
UNCLASSIFIED 
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EVENING - OPEN 

TUESDAY, MARCH 5 - NATO HEADQUARTERS 
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10:00 A.M. - CALL ON ASYG (AND ACTING CCMS CHAIRMAN) 

OZDAS, FOLLOWED BY DISCUSSION WITH SECRETARIAT OFFICIALS (REF B). 

1 1 :30 A.M. - BRIEFING BY DR. GEMMA AT USNATO FOR OZDAS, 

INTERESTED ALLIED DELEGATION OFFICERS, INTERNATIONAL STAFF 
AND MISSION STAFF MEMBERS. 

12:30 P.M. - (APPROX.) SMALL STAG LUNCHEON FOR DR. GEMMA, 

GIVEN BY USNATO, WITH GUESTS INCLUDING ALLIED DELEGATION 
OFFICERS FROM THE CCMS HEALTH CARE PILOT STUDY SUB-PROJECT 
LEAD COUNTRIES. 

3:35 P.M. DEPART BRUSSELS FOR COLOGNE ON SN 755. (FOREGOING 
COORDINATED WITH EMBASSY BRUSSELS.) 

2. REQUEST EMBASSIES ROME AND/OR BUDAPEST CONVEY DETAILS ABOVE 
PROGRAM TO GEMMA WHO CURRENTLY IN TRANSIT THOSE CAPITALS (REF A). 

3. MISSION WOULD STILL WELCOME RECEIVING FROM DEPT. 

FOR ADMINISTRATIVE PURPOSES HERE DR. GEMMA'S GOVT. GRADE 
AND SECURITY CLEARANCE AS REQUESTED PARA 2 REF B. 

RUMSFELD 

UNCLASSIFIED 

« END OF DOCUMENT » 
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